PMUSA.com Website Re-design Update 


• Feedback on current web pages: 

- Health issues page ranked #25 of top pages viewed in Feb. 

- Focus groups findings - “information not practical or useful"; “health 
issues related to smoking should be the most important issue for 
PMUSA.com” 

• Complete overhaul of website planned 

• Objective(s) of the website need to be clearly identified and stated 

• Elements of new design for health issues pages : 

- Identification of website visitors 

- Selection of topics and level of details by website visitors 

- Inclusion of harm reduction efforts 
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Identification of website visitors 
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Source: https://www.industrydocuments.ucsf.edu/docs/nqxk0001 






Choose your level of detail! 
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Source: https://www.industrydocuments.ucsf.edu/docs/nqxk0001 








Next steps 


• Written summary of Website Design Workshop by 
end of April 2002 (CA) 

• Design of content elements (“mid-level”) site 
architecture complete by May 2002 (CA) 

• Drafting of science summaries and references (“low- 
level”) contents related to health issues until July 
2002 (?) (WSA and CA writer) 
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